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Sb. After the water has been impounded the State Board of Health
shall make such inspections of the impounded waters and adjacent areas
as are deemed essential; and any conditions found on the impounded
water project that are, or may be detrimental to the public health, or are
likely to cause an increase of malaria, shall be modified by the permit
holder so as to be satisfactory to the Executive Committete of the State
Board of Health.
Sc. These Regulations shall govern any change in water level and as
soon as any proposed changes affecting the maximum elevation are con-
templated, the Executive Committee of the State Board of Health shall
be notified in writing.
Sd. No waters impounded in the future shall be used as a source of
domestic water supply unless upon written approval from the Executive
Committee of the State Board of Health, and under conditions stipulated
in such permit.
Sec. 6. Failure to comply w ith the provisions of any Section or
Sub-Section of these Regulations, after notice thereof, constitutes a viola-
tion thereof, and shall constitute according to Section 2314, Vol. 3, Code
of 1922, a misdemeanor, punishable as provided in that Section.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO 11. REGULATIONS
So as to Lessen or Prevent Mosquito Production Therein or Thereon
Mill Ponds and Fish Ponds and Small Lakes.
(Filed secretary state's office-September 29, 1937.)
In order to prevent an increase in the prevalence of malaria and to
avoid the formation of foci of endemic malaria traceable to mill ponds,
fish ponds and small lakes as to safeguard the public health under and
by virtue of authority vested in it by the laws of South Carolina. The
Executive Committee of the State Board of Health at a meeting held in
Columbia, S. C., on the 22nd of May, 1935, by Resolutions duly passed,
adopted the following Rules and Regulations and does hereby promulgate
and publish the following Rules and Regulations governing mill ponds,
fish ponds and small lakes in the State of South Carolina:
Section 1. The shore line of any pond, mill pond, fish pond or small
lake and its branches, small bays, and indentations from minimum low-
water level to a line five feet horzontally beyond maximum high-water
level, shall be cleared and maintained clear of all brush and undergrowth.
Large trees need not be removed from this strip.
Sec. 2. During the mosquito breeding season larvacides approved by
the Executive Committee of the State Board of Health shall be applied
every seven days, in the manner directed by the Executive Committee
of the State Board of Health, to any and all sections of the shore line of
any pond, mill pond, fish pond, small lakes, its branches, small bays and


